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CORRECTION 


lines one and two of para, 2 off the document bearing the above heading 


should read es follows: 


Two steam-powered turbo@generators producing 100,000 ky and 50,060 kw re- 


ene 


spectively are currently in operation; a second 100,000 kw generetor, etc. 
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